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announcement. 



The Annual Course of Lectures for the session of 18» 
ua Monday of November, 

and 1846, will commence on the 1st mouu^ 

and continue sixteen weeks. 

The fees for the different courses will be as follows : 



- $10 

Anatomy, - 1Q 

Surgery, - " m 

Institutes and Practice of Medicine, - Mj 

Obstetrics, &c, - 
Chemistry and Pharmacy - 

Materia Medica and Therapeutics, - 

Matriculation Fee, - " 

Total,- " $65 



ThefeefortheDisseetin g Ticketis$5. This is optional with 
Jstdenf o take or decline, but it is strongly recommended 
to each student practice dissection at least once during his 

course of studies. 

The Graduation fee is $20. 

Good Boarding, with room, fuel, lights, and attendance can 
be oUained in Chicago, at from $1,50 to $2,50 per week. 



Requirements eor Gba^atk*. are ^ J^J^ 
with a respectable physician, and two courses of 1 ctu es, 
one of which must be in this institution, (or tw 

^ t iTZV£ • ol 0 g n o e od 0 moS chltS fmust 

sition and in his own hand writing, which shall be approved 
by the Faculty; and pass a satisfactory examination on all 
the branches taught in this College. 
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CIRCULAR. 

It is less than two years since the first announcement for a 
course of lectures in the Rush Medical College was issued. 
There was then no building belonging to the institution, and 
the means of teaching were limited, yet the first class num- 
bered twenty-two. During the second year, preparations 
were made for the erection of a spacious and suitable edifice, 
as well as for procuring additional means Qf instruction ; and 
although these were far from being completed at the com- 
mencement of the last term, the number of students was, as 
will be perceived by the catalogue, more than doubled. Du- 
ring the progress of the second course, the building was fin- 
ished, and found to be extremely convenient, and the facilities 
for affording instruction in all the different branches, have, 
since that period, been greatly increased. 

In the Anatomical Department, every tissue and organ will 
be minutely and carefully demonstrated, by means of frequent 
recapitulations, plates, preparations, and careful dissections; 
due reference being had, throughout the course of instruction 
upon this most important branch, to its physiological and prac- 
tical connections. And, as ample facilities are offered for the 
study of practical anatomy, the professor, or his assistant, will 
be present, every evening, at the college rooms, to assist and 
instruct those who may desire to avail themselves of the ad- 
vantages for dissecting. 

In the Chemical Department, the means of illustration have 
been much increased since the last term. Among the various 
additions to the apparatus, may be mentioned a fine Micro- 
scope, of sufficient power to exhibit the blood globules, sper- 
matic animalcule, the elementary tissues, and pathological 
structures. A fine collection of Minerals has been placed in 
the Museum of the Institution, as the commencement of a 
Cabinet of Natural History. 

. Tne relations of Chemistry to the various branches of Medi- 
cine; — the Poisons, their Antidotes and Medico-legal bearing; 
— Organic Chemistry, including the recent developments and 
their connection with Physiology and Diseases,— will meet 
with the attention which they deserve. 

The Department of Pharmacy, being added to that of 
Chemistry, will be fully discussed and practically illustrated. 

In the course of Obstetrics and Diseases of Women and 
Children, great pains will be taken to give thorough practical 
instruction, and in addition to the usual means of illustrating 
the Mechanism of Labor, the Atlas of the great work of Boivin 
and Duges, on the Diseases of the Uterus and its appendages, 
will be used to illustrate the pathology of those organs. 

A full collection of specimens of the Materia Medica will 
be employed in the course on that branch, and those articles 
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. a- ™* to the Western Stales, and m most 
W hich are indigenous ' * fte with cu l ia r care, 
common use, will be dwelt upon j instruments, 
C °In addition to a very P**^ &£3** &c, all ope- 
and apparatus ior treating ^^'^ sub ject, and a con- 
rations will be V^^^^ ot 6 S rtiBBoa&^ 
siderable number upon the livin . ^ be contin ued as 

for this latter P^f^S numerous cases presented 

usual. During the past session, fouoWin g opera- 
themselves, among them sorn ^ requm | ^ , 

tions, which were performed m pre - " 1 

Removal of Tumors - 3 0 f La ch- 

Extraction of Nasal roiy- ^ Duct> . - l 

pus, , Extirpation of Tonsils, - 

wffl be performe'd PatuiWy en ind.gent per- 

sons, before the class. Medical College at Chicago 

With these advantages, the .^cal ^ « ^ equal 

offers, it is believed ^^ZT^c^J *> P^T 
at lea3t , to those of any other sc o ^ P ^ rf ^ d . 
whose future practice is to be m tfaek studies, 

joining States, as they will be ^enable ^ d 
to become acquainted with the W most faV0Va ble 

eases of the country, and also ^ select ^ 
spot for their future 'f^^Xl Revest of the pro- 
n P o effort shall be ™^%*J^ { Medical science, by m* 
fession and ^vate the standard^ difeent bra uches, by 
parting a thorough knowledge 0 ^ au confern ng diplo- 

-pect worthy to re- 

mas upon tno&e uiuy 

are recommended to supply tbemeeHee mth rhe 

iSstitntes and Practice fV^J^Mf*** 

*$^££2£%v%"> " GraW8 ' edlte4 

Materia Medica, i^ereira 

»< John Evans, Attica, Ind. 
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CATALOGUE OF STUDENTS. 



NAME. STATE. 

A. E. Ames, 111. 

G. S. Burrows, 111. 

J. Herman Bird, N. Y. 

Joseph Blount, 111. 

Rufus Brown, Ind. 

Josiah Burritt, W. T. 

W. Butterfield, M. D. 111. 

J. F. Chamberlaine, 111. 
William N. Chambers, 111. 

Sylvester Emmons, N. Y. 

James F. Egan, 111. 

Jacob J. Engle, Mich. 

Dorr Fitzgerald, Mich. 

Henry M. Fiske, Mich. 

J. K. C. Forrest, IU. 

William Fosdick, Ind. 

David T. Granger, Mich. 

Edward A. Gilbert, 111. 

Stephen C, Gooding, HI. 

I. W. Garvin, N. Y. 

Wm. S. Hall, 111. 

Josiah B. Herrick, 111. 

Newton P. Holden, 111. 

A. W. King, 111. 

Philip Kirwan, Mich. 

Edward R. Long, N. C. 

Stephen Monroe, Mich. 

Orwell H. Needham, N. Y. 

Ira E. Oat man, 111. 

Hardin Oatman, 111. 

Amos Pratt, 111. 

Sam'l W. Ritchey, Ind. 

Cicero Robbe, 111. 

Lewis L. Roberts, Mo. 

Truman H. Rose, Vt. 

Halsey Rosenkrans, HI. 

Nathaniel Sawyer, 111, 

Robert Scott, N. Y. 

Nehemiah Sherman, Ind. 

Harris R. Smith, Vt. 

Silas W. .Swan, Iowa. 

E. H. Sutton, Ind. 

Erastus Tefft, 111. 

Wm. G. Todd, 111. 

Wm. W. Welch, N. Y. 

Wm. H. Wilton, 111. 



PRECEPTOR. 

Dr. R. S. Malony. 
Dr. J. V. H. Judd. 
Prof. Brainard. 
Dr. J. F. Daggett. 
Practitioner. 



Dr. Egan. 
Prof. Herrick. 
Dr. Egan. 
Dr. Green. 

Drs. Sager & Gorham, 



Prof. Fitch. 
Dr. John Acres. 
Prof. Brainard. 
Dr. A. W. Bowen, 
Dr. Bissell. 

Prof. Herrick. 

Dr. Wheeler. 

Dr. Richards. 

Drs. Sager & Gorham. 

Dr. Wood, U. S. A. 

Prof. McLean. 

Prof. Flint. 

Drs. Goodwin & Hagar, 



Practitioner. 

Dr. Beardsley. 
Dr. Hess. 
Prof. Blaney. 

Prof. Brainard. 
Prof. Brainard. 
Dr. Robinson. 
Dr. Henry Murray. 
Practitioner. 
Dr. J. Tefft. 
Dr. Torrey. 
Prof. Flint. 
Prof. Herrick. 
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UECAPITUI/ATION. 

State. 

Illinois, " ^ 

Michigan, - 

New York, 

Indiana, 

Vermont, 

North Carolina, 

Missouri, 7 

Wisconsin Territory, 

Iowa Territory, 

Total, - 



No, 

23 
6 
6 
5 
2 
1 
1 
1 

'$ 1 
46 



GRADUATES. 



NAME. 

1 Alfred E. Ames, 

2 William Fosdick, 

3 Isaac Watts Garvm, 

4 Josiah B. Herrick, 

5 Almon W. King, 



N.C. 

Mich. 

8 OrweilH- Needham, N.Y. 



6 Edwin R. Long, 

7 Stephen Monroe, Jr. 



9 Ira E. Oatman, 

10 Sam'l W. Ritchey, 

11 Nehemiah Sherman, 



STATE. SUBJECT OF THESIS. 

HI. Scarlatina. 
Ind. Digestion. 
N Y. Scarlatina. 
111. Physical Diagnosis. 
111. Conduct of Medical Practi- 
tioners. 
Delirium Tremens. 
Intermittent Fever. 
Reciprocal Relations of the 
Several Departments ot 
Medical Science. 
HI. Marsh Miasmatic Fevers. 
Ind. Milk Sickness. 
Ind. Intermittent Fever. 



ILLINOIS MEDICAL AND SUKGICAL JOURNAL. 

This publication has now reached the 4th No. of its 2d vol. 
Being the first and only Medical Periodical in the State of 
Illinois, or indeed in the North-West, it may be said to have 
a local claim upon Medical men in this State and region. Its 
circulation is already so large as to insure its continuance, 
and should the number of subscribers increase sufficiently, 
the publishers hope to be able to enlarge it without any addi- 
tion in the price of subscription. At present it is published 
monthly, at the rate of $1,00 per annum in advance ; under 
the editorial conduct of James V. Z. Blanby, M.D., Professor 
of Chemistry and Pharmacy in the Rush Medical College. 

The number of medical publications received in exchange, 
enable the editor, in addition to original matter, to inform 
subscribers upon all subjects of professional interest, at an 
early date after their publication. Below is given the table 
of contents of the first number of the second volume: 

Introductory. 

Case of Encephaloid Tumor of the Ovaries. By W. Butter- 
field, M. D. 

Bibliographical Notices. 

Of Puberty and the Critical Age of Women, and of the Pe- 
riodical Discharge of Ova by Women and the Mammiferae. 
By M. A. Raciborski, M. D. 

Proof of the Periodical Ripening and Separation of the Ova 
of Mammiferae and Man, independent of Coitus, being the 
first condition of their Propagation. By Th. L. W. Bis- 
chofF, M. D. 

Introductory Lectures. 

An Address on Insanity, By John Evans, M. D. 
The First Lines of the Theory and Practice of Surgery, inr 
eluding the principal operations. By Samuel Cooper. 
Medical Intelligence. 
Miss Martineau's Marvelous Mesmerization Unmystified. 

Practical Medicine, &c. 
An easy and certain method of performing Catheterism, even 

in the most difficult cases. By J. G. Maisonneuve. 
Blisters in Children. 

Case of Singultis of several years standing cured by Acu- 
puncture, by Dr. Emiliani. 

New Method of Dressing Wounds and Ulcers. By Dr. Lau- 
gier. 

The invitation is again extended to subscribers and others 
to forward to the editor communications upon medical sub- 
jects, and reports of interesting cases. 

All communications to be directed to the Editor post-paid* 
Subscriptions to be sent in advance free of postage*, to 

ELLIS" & FERGUS, 

Chicago, August, 1845, Publishers 



TO PI« r Sa€jfAft T $ AW® STUDENTS. 

fJpHE Subscribers invite the attention of Physicians and Students to their 
JL extensive assortment of New and Popular Medical Books, comprising 

2 vols- 
1 " 



Dunglison's Practice of Medicioe,2vol 
Watson's do do 1 " 

Elliotson's& Stewardson's do 1 u 
Stokes'&Bell'sdo do 2" 

Hosack's do do 1 " 

Eberlie's do do 
Mackintosh's do do 
Billing's Principles of do 
Armstrong's do do 
Tweedie's Library of Practical 

Medicine, 
Cyclopedia of do do 
Muller's Physiology, 
Oliver's do 
Dunglison's do 
Roget's do 
Carpenter's do 
Magendie's do 
Roget's Animal and Vegetable 

Physiology, 
Eberlie's Therapeutics. 
Dunglison's do 
Pereria's do and Materia 

Medica, 
Bell's Materia Medica, 
Paine's do do 
Churchill on Females. 
Dewees do do 
Ashwell do do new edition 



Wilson's Anatomy, 
Paxton's do 

Gross Pathological do 2 " 

Edwards Anatomy <fc Physiology, 
Quain's Anatomical Atlas, 200 4 to. 
Plates, beautifully executed. 
Do on the Arteries, 34 large color- 
ed plates 

Do on the Veins and Arteries, 50 
large colored plates. 
Pocket Anatomist for Students of 

Medicine, 
Darrah's Anatomy of the Groin. 
Meig's Puerperal Fever. 
Montgomery on Pregnancy. 
Duparcque on the Uterus. 
Lodge's Lisfranc on the do. 
Chapman on the Viscera. 
Lawrence on the Eye. 
Liston's Practical Surgery. 

Do Elements of do 
Cooper's Lectures on do 
Bell's do do do 
Druitt's Modern do 
Ferguson's Practice of do 
Pancoast's Operative do 
Smith's Minor do 
Miller's Principles of do 
Maury's Dental do 
Colombat do doMeig's translation Cooper's Surgery, new editiion by 
Blundell do do new edition, j Prof. Parker. 

1 vol. Velpeau's Surgery, edited by Molt. 
1 " 200 engravings. 

Gibson's Surgery, 34 colored and 

plain plates. 
Cooper's Surgical Dictionary. 
Hooper's Medical do 
Dunglison's do do 
Beck's Medical Jurisprudence, 2 vol. 
Chitty's do do 
Ray's do do 
Trail's do do 
Taylor's do do 
Guy's do do 
Gerhard on the Chest. 
Laennec do do 
Stokes do do 
Kane's Chemistry. 
Graham's do 
Turner's do 
Dublin Dissector. 
London do 
Wilson's do 
Tuson's do 
Cooper on Hernia. 
Do do Testis and Thymus Gland. 
Do do Dislocations. 
Dunglison's New Remedies. 
Do on Human Health. 



Christison on Poisons, 
Prout on the Stomach. <S:o. 
Dewees on Children. 
Stewart do do 
Underwood do do 
Evanson & Maunsell do 
Condie do 
Eberle do 
Billard on Diseases of Infants. 
Meig's Philadelphia Midwifery. 



Right's 

Doanes Maygriev's 
Biundell's 
Churchill's 
Dewees' 
Lee's 

James' Burns 
Chailly's 
Gooch's 
Collin's 
Ramsbotham's 
Moreau's do 80 splendid plates, 2 vol. 
Smith and Horner's Anatomical 
Atlas, embracing 636* figures. 
Ryan's do new edition, 
Wistar's Anatomy, 2 vols 

Horner's do 2 " 

Cruveilhier's do new work. 



do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 



cswjGoddard od . tha Teeth, 2 vols. 30 
large plates. 
iNeligan on Medicines, edited by 

Reese. 
Paris Pharmacologia. 
Pharmacopea of the U. States. 
Wood & Bachee's Dispensatory. 
Pereira's Food and Diet. 
Kennedy on Obstetrical Ascultation. 
Thompson's Conspectus. 
Ferry's Climate of the United States.. 
Sweetser on Mental Hygiene. 
jEberie's Notes. 
The Student's Vade Mecum. 
braves ei-hard on Clinical Med. 
Pilcher on the Ear. 
Manuel of Examinations for Students; 
Waishe on Cancers. 
Gunn's Domestic Medicine. 



Dungtison's Medfoa'l Student, 

edition. 
Arnott's Elements of Physic. 
Chapman on Viscera. 

Do on Eruptive Fevers, &c. 
;\bercrombie on the Brain. 

Do do Stomach. 
Williams's Pathology. 
Alison's do 
Lawrence on Ruptures. 
Brodie on the Urinary Organs. 

Do do Joints. 
Wilson on the Skin. 

Do Philip on Indigestion. 
Andral on the Blood. 

Do Clinic, 3 vols. 
Ricord on Venereal Diseases. 
Waishe on the Lungs. 
Eiliotson's Surgical Mesmeric Case. 

Hope on the Heart, with plates, a Physician s Case Book. 

late work. Stewart's Hospitals and Surgeons of 

Berzelius on the Urine. h -Paris. % 

Print on the Stomach, &c. 'Hams' Principles and Practice ot 

Williams on the Respiratory Organs,! Dental burgery* „ . 

\ new work Bartlett's Philosophy of Med.Science. 

Guthrie on the Bladder and Urethra, Do. on Typhoid and Typhus 
Briehara on Mental Excitement. \ Fever. . 
Ellis' Medical Formulary. | Webster s Chemistry. 

All of which are offered at Eastern prices jor Lasti. 
Particular attention being devoted to this bran c h of our business, our ar- 
.augments with Eastern houses are such, that we will be in receipt of all 
die New Medical Books, as soon as they are published. ^ 

Orders from Phvsicians and Medical Students vyill be promptly attended 
uXx BRAUTIGAM & KEEN, Franklin Book Store, 
✓A- a n ,t iqat, 3 46 Lake street. 
Chicago, August, 184o. _____ mm 

IEDICA1' SOOKS. 

Cheap for Cash. 

WW BARLOW or CO., invite the attention of Physicians and. 
others to their assortment of MEDICAL BOOKS, which by 
their connecTion with a large NEW YORK PUBLISHING HOUSE, 
They are enabled to offer at Eastern prices jor Cash. 



Eberle's Practice. 
Do NoVes. 
Do on Children. 
Mac k i nt ash's P ract ice . 
Bell & Stokes do. 
Eiliotson's do. 
Dunglison's do. 

Do Physiology. 
Wilson's Anatomy. 
Dewees on Females. 

Do on Children. 
Curling on the Testis. 
Churchill on Midwifery. 

Do on Femnles. 
Ricord on Venereal Diseases. 
Lugol on Scrofula. 

For saie by Vv. W 



Coates' Popular Medicine. 
Wagner's Anatomy. 
Maygrier's Midwifery, 
Cooper on Hernia. 
Cooper's Surgical Dictionary, 
Hooper's Medical do 
Quain's Anatomical Plates. 
Goddard on the Teeth. 
Guy's Forensic Medicine.. 
U/S. Dispensatory, new edition. 
Cruveilhier's Anatomy. 
Williams on the RespiratoryOrgansv 
Pancoast's Wistar. 
Mondat on Sterility, 
Kane's Chemistry. 
Graham's do &c, &c, 
BARLOW & CO., 



Chicago, August, 1815, 



Booksellers a.nd Publishers, 



No. 131 I^alif street, Saloaa Bull d'mp;, 



